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Hi Emily, 

Pregnancy Care Center contacted me and said that when they complete the EPDS form and click on 
Submit it will show them an accurate score. But after receiving the message that the form was saved, 
it shows a much higher and inaccurate score. I've attached a couple of screenshots they sent me to 
show you. At Submission, 

had a score of 7 but the database is now showing a score of 34. 

I'm guessing this is an IT question. Let me know how to proceed and when the problem has been 
fixed. 

Thanks! 

Carrie 

Carrie Hoelscher 
A2A Program Manager 



106 5th Ave. S, PO Box 65 
Greenwood, MO 64034 
Phone: 816-806-4168 
Fax: 855-856-5240 
www.allianceforlifemissouri.com 

Our Vision: To unify and champion LIFE ministries. 

Ourmission: To save and change lives through Equipping people, Empowering ministries, and 
Engaging communities toward a culture of LIFE. 

Find Us on FB 

- https://www.facebook.com/AFLmissouri 




had a score of 8 but the database is now showing a score of 30. | 
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